drinking water lest 



i 

Tnfs Walersefe* test hit contain* everything you need to ftftd out 
iimuty and ji i jraletv it your water tunlelns ..■ safe or undesirable 
levels of 6 common contaminants, follow Instructions carefully 'or 
tech test, and compart results to the Desired values below. 
Drinking water which lest* oubide the desired values may be 
dangerous to your health. 



Water Test Desired Values 

EPA maximum contaminant levels 
or guideline standards 



Bacteria 


None 


Lead 


Betow 15 ppb 


Pesticides 


Below j ppb at wine 


tatraj ine/si marine) 


Beiow a PPb sima/ine 


Write Nitrogen 


Below i.o ppm 


Nitrate Nitrogen 


Bciow to.o ppm 


total Chlorine 


Be*ow 4 ppm 


pM 


6.5 10 S.5 


Total Hardness 


$0 ppm or less 



belore you begin. 



i. Contenis * One Bacteria Test Vial 

■ One Lead / Pesticide Test Pacfcet 

■ One NtaM / Nitrite Test Packet 

- One pH / Hardness / Chlorine test Packet 
3 Keep (est* out uf tedth of children & priv Do no( Ingest anything 
from thh lest Ut Do not drink the water sample used for testing. 
Sior* and use at 'oorn temperature Ijo MT fc 

Oo not use on hoc ■ a ■ r or water containing bleach or detergents. 

Do not re use any pan of in* fell kit. 
y Da not open packets or vial until you are ready to perform the tests. 
4. Read and follow alt instructions carefully. 



bacteria test instructions 



t. Take out the Bacteria Test vial and set uprlfht on a flai surface- 
a. Collect ttaicr sample ar turn on lap to a very stow stream, 
3. Carefully twist off cap and fill vial to x/2 inch below the top 

tfo j ml line}. 00 NOT OVERFILL and 00 NOT SPiU th* 

bacterial % 'owth powder in the vieL 
a Replace the cap and twist on 1*Mly. Shake the vial 

vigorously for JO seconds. 
S- Place the capped vial upright In a worm area tjo oo'F) 

where it cannot be disturbed for 46 hrs 

6, Afte? 46 hrs., observe the color of the Mould without 
opening the 

Purple Colo*: Negative Result (No bacteria were detected! 
Yellow Color: Positive Result tft is highly likehr that 
potentially harmful bdtteiia were detected) 

5. for positive results, add blear.fi to the sample before pouring down 
ihe toilet, then wash hands carefully. Negative samples may be 
poured directly into the toilet. Discard vial in the trash. 



lead / pesticide test instructions 



TlM Watersafe" Lead Tt*t tan detrci dissolved lead at levels below 
the I PA Afucn Itvfl of 15 putt pet biNon (ppb). The Watenafe* 

Pesticide Ttft detects two of the most common pesticides usee fn the 
US it Of below I he tPA Maximum Level (at rapine * j ppb. 

And simj: - 4 ppb}, 

t. Open Lead / Pesticide packet and take out ait consents. 

the packet contains a lest wjI, a dropper pipe II i two Wateruhr* 

test strips, and a desiccant (to be discarded), 
a. Using dropper, place water sample into test vial* To pick up sample. 

tightly squeeze the bulb at the end of the dropper and place the 

open end into water sample. Release the bulb ta pick up sample, 

then again to etpel sample info vial Use only ONE 

dropper-full of water! 
J Swtrt vial sentry for several seconds. Place on a Ha! surface* 
4. Place both test strips into the test viat, with arrows pointing OCWN 
S- Wait 10 minutes. Do not disturb strips Of vial during this time. 

Blue Lines will appear on ihe strips. 
6, Take the strips out of the viat and read results. 
Negative; Bottom line fne*t to number 1} is darker than top line 



(ne<T 




Positive: Top line (ne*t to number j) is darker than bottom line Inext 
io number 0, or ines are equally dark. 




*. Note: tf no lines appear, or both lines are very ligtit. the lest d-d 
not run property and the result is not valid, 
tf a test strip shows a positive result, your water sample may 
contain lead or pesticides at a tiuk level 



nitrate / nitrite test instructions 



i. Carefully open Nitrite / Nitrite Test packet and take out test strip. 
1, Immerve the reagent parK into MlR sample far t seconds, 

npnwve, arte* i minute maich co'ors to (hat betov* 
% ■ - ■■ art stable for i minute. 

tour idtrtte/lMrite Us ffl lead wd) 
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pH / hardness / chlorine lest instructions 



\. Carefully ow* »H / Hardness / Chlorine Test packet And take 

out test strip, 

a. immerse the reagent pads into water sample and remove 
immedtatdy. Hold the strip level for i$ seconds* 

j. Match pW. Tutjt Hardness and Total CWo«n* pads (in that order} 
to the color chart. 
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